Attachment to Independent Case Review Report 
For CDRU # 6883 , Case file ft 7-17830 . 
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Material Examiner: Malone (RO) 



Remarks : 

Case resulted in both guilty plea and trial, testimony 
transcript not provided. 



rRM-29190 



INDEPENDENT CASE REVIEW REPORT 

Independent Review conducted by: ' Steve Robertson 



Area(s) of Expertise: Hair and Fiber 



Review commenced at: 10:00 AM (Time), 12/04/03 (Pate) 



File#: 7-17830 



Laboratory #(s): ' 90830010, 9083 1023, 90904074 
90918010 
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Examiner(s) & Symbols 








Reviewed 


Not Reviewed 


Reviewed 


Not Reviewed 


RQ 


Xo 


□ 


□ 


□ 


TR.UY 


□ 


Xa 


□ 


□ 
□ 




□ 


a 


□ 











„J4aterialSLBeyies«sd 



Trial testimony transcripts) of: None 



Testimony Date(s): 
Laboratory Report(s): 

Laboratory Number: 
Laboratory Number 
Laboratory Number: 

Examiner Bench Notes of: 



Pages: 



90830010,90831023,90904074 Date: Sept 28, 1979 



90918010 



91113057 



RQ 



Laboratory Number. 90830010, 9083 1023, 90904074 



90918010 



91113057 



Date: Oct 15, 1979 



Date: Nov. 30, 1979 



Page 



1 of 



Initials: fyu^ 



CRM-29191 



Was any other material reviewed? Xa Yes □ No 

If yes, please identify and/or describe the material: submi tting agency letters dated 8/27/79, 8/29/79, 
8/3 1/79, 9/1 1/79 and 11/8/79. 



Results of Review 

File#: 7-17830 Item or Specimen # Reviewed: Ql-14, Q16-Q24, Q29A-Q29D, 



K1,K2,K5,K9,K10,K13,K14 

Review of Laboratory Report(s) and Bench Notes: 

Note: Numbered comments are required below or on 
additional pages for any "No" or "Unable to Determine" Responses 



Did the examiner perform the appropriate tests in a scientifically acceptable manner, based on the 
methods, protocols, and analytic techniques available at the time of the original examination^)? 

□ Yes □No X o Unable to Determine 

Are the examination results set forth in the laboratory report(s) supported and adequately documented in 
the bench notes? ■ °Yes XrJNo a Unable to Determine 



Review of Testimony: 



Note: Numbered comments are'required below or on 
additional pages for any "No" or "Unable to Determine" Responses 



Xo Transcript not available. 

3) Testimony consistent with the laboratory report(s)? a Yes dNo □ Unable to Determine 

4) Testimony consistent with the bench notes? oYes a No □ Unable to Determine 

5) Testimony within bounds of examiner's expertise? ° Yes QNo □ Unable to Determine 
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